AMENDMENT NO. 1 JULY 2021 
TO 


IS 9908 : 2020 SPECIFICATION FOR FORMIC ACID 
( First Revision ) 


(Page 1, clause 4.1) — Substitute the following for the existing clause: 


‘4.1 The material shall be clear, colourless, volatile and pungent smelling liquid, 
miscible in water and alcohol in all proportions without turbidity or colour.’ 


[Page 1, Table 1, SI No. (11)] — Delete 

[Page 1, Table 1, SI No. (iv)] — Delete 

[Page 1, Table 1, SI No. (v), col 4] — Substitute ‘0.006’ for ‘0.005’. 
[Page 1, Table 1, SI No. (vi)] — Delete 

(Page 4, Annex A, clause A-4) — Delete 

(Page 4, Annex A, clause A-6) — Delete 


(Page 4, Annex A, clause A-8) — Delete 
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